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INDEX 15 


Surge Tank in Water Power Plants, The, R. D. JoHnson.......... June, 1908 
Discussio n 
Tachometers, Liquid, A. TROWBRIDGE....................00-00eees 225, 361 
Tan Bark as a Boiler Fuel, D. M. 951 
Taytor, W. H. and Lewis, WitrrEep. Development of the High-Speed Mill- 
ing Cutter with Inserted Blades for High-Powered Milling Machines..... 381 
Testing Suction Gas Producers with a Koerting Ejector,C.M.Garuanp and A. 
Tests upon Compressed-Air Pumping Systems of Oil Wells, E. M. Ivens. . 341 
Discussion 
F. A. Hatsey, 987; 8. A. Moss, 988; J. J. CALLAN, 988; Closure.. 990 
Tests on a Venturi Meter for Boiler Feed, C. M. ALLEN.................. 1065 
Thermal Properties of Superheated Steam, R. C. H. Heck.......... May, 1908 
85 
Tuomas, C., An Electric Gas Meter ..... 1326 
Total Heat of Saturated Steam, H. N. Davis....................4.- Nov., 1908 
Discussion 
C. H. Peasopy, 295; W. D. Ennis, 297; R. C. H. Heck, 299; 
L. 8S. Marks, 301; I. N. Horus, 307; Closure............ 308, 562 


Training Workmen in Habits of Industry and Coédperation, H. L.Gantr. 
Mid-Nov., 1908 
Discussion 

O. C. Humpureys, 191; H. V. R. Scuexs., 193; R. Roeser, 194; 

T. Keury, 195; C. H. Bucxiey, 196; H. K. Harnaway, 

196; Prinz, 199; C. N. Laver, 200; Lewis SANpERs, 201; 

J. C. Jurncensen, 203; W. E. Hai, 206; H. Emerson, 208; 

Hicarns, 209; Wm. Kent, 210; J. M. 210; 


Transmission of Power by Leather Belting, Cant G. BARTH.............. 43 
Discussion 


H. R. Towne, 413; Witrrep Lewis, 415; W. D. Hamerstapt, 
416; F. W. Taytor, 421; Rossins, 425; G. N. Van- 
Deruoer, 426; W. C. Atuen, 428; D. W. Merrick, 432; F. A. 
Watpron, 435; A. A. Cary, 436; C. H. Bensamin, 441; 
H. H. Haruaway, 443; L. P. Breckennripes, 448; W. S. 


Trowsripce, Amasa. Liquid Tachometers .................. 225, 361, 562 
TURBINES 

Possibilities of Gasolene Turbines, F.C. WAGNER .................. 239 
Small Steam Turbines, Gzorce A. 896 
Unique Belt Conveyor, A, E. C. SOPBR..... 689 
Discussion 
T. A. Bennett, 1008; H. Emerson, 1009; F. J. Mitzer, 1009; 

Unnecessary Losses in Firing Fuel Oil, C. R. WermouTH............ Dec., 1908 
Discussion 


Geo. H. Barrus, 404; Wu. Kent, 404; W. D. Ennis, 406; J. R. 
Brssins, 407; I. E. Mouurrop, 410; A. H. Kruest, 411; 
F. W. O’Ner., 412; W. B. Gregory, 755; Closure 


16 INDEX 


Valve Areas, Pump Valves and, A. F. 
Vapors, Method of Obtaining Ratios of Specific Heat of, A.R. Doper.... 245 
Venturi Meter for Boiler Feed, Tests on, C. M. ALLEN.................. 1065 
Waaner, F.C. Possibilities of the Gasolene Turbine...............204: 239 
Watcort, C. D. Acceptance of the Portrait of Rear-Admiral Melville.. 739 
Water-Power Plants, The Surge Tank in, R. D. JoHnson............ 113, 783 

Unnecessary Losses in Firing Fuel Oil and an Automatic System for 
Witte, H. V. A New Departure in Flexible Stay-Bolts................ 79, 995 


Workmen, Training in Habits of Industry and Codperation, H. L. Ganrtr.. 
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